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RICHARD MANSFIELD

orchestra below. The actors were not forgotten. Their
dressing-rooms had superior fittings and they rested
between scenes, in a charming green-room. An invisible
orchestra of strings played chamber classics.

The Garrick Theatre was thrown open to the public
under Richard Mansfield's management on April 23,1895,
It was dedicated " To the young people of New York."
The inaugural commanded the intelligence and fashion of
the town. His reception was very warm. As an expres-
sion of what a play-house should be the Garrick was a
triumph, but as an institution only its future could
define it.

The dedicating play was "Arms and The Man." He
played Napoleon, Beau Brummell, Dr. Jekyll and Mr.
Hyde, Baron Chevrial, Prince Karl, and Arthur Dimmes-
dale until May 7, when he acted Don Pedro XIV in
Louis N. Parker's comedy, "The King of Peru" for the
first time.1

This was the story of a scheming Queen-mother and her
sycophants to restore her deposed son to the throne of
Peru. The action took place in and near London. The
boy learned, however, that the price of his throne was the
fortune of his unsuspicious non-royal wife and he would
not pay it. Moreover he learned that there were other

1 The cast was:

Don Pedro XIV, King of Peru

Pandolfo, ex-King of Sardinia .

Don Miguel de Santa Rosa y Paruro

Marchese di Castelverano

Chevalier Moffat

One-Eyed Sammy   .

Benito

Footman .

Donna Pia, Queen-Dowager of Peru

Clara Desmond

Princess Zea of Santorin

Mrs. Wallis     .

Mary

Mr. Mansfield-
Mr. Andrews.
Mr. Harkms.
Mr, Lyons.
Mr. Jewett.
Mr. Griffith.
Mr. Weaver.
Mr. Chandler.
Miss Eustace.
Miss Cameron.
Miss Grey.
Mrs. McKee Rankin.
Miss Lamison.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